From:  Goodrich,  Donald 

Location:  DCRoomPYS467 1 /OSRTI-Potomac-Yard-South 

Importance:  Normal 

Subject:  FW:  CLP  R8  support 

Start  Date/Time:  Tue  8/1 1/2015  3:00:00  PM 

End  Date/Time:  Tue  8/11/2015  4:00:00  PM 

Are  you  available  to  join  the  CLP  call  tomorrow  morning  to  discuss  the  technical  requirements 
for  the  Gold  King  Mine  release?  I want  to  make  sure  we  have  a toxicologist  on  the  call  to  cover 
the  requirements. 

Much  appreciated, 

Don 

Original  Appointment 

From:  Gannon,  Nick 

Sent:  Monday,  August  10,  2015  3:07  PM 

To:  Gannon,  Nick;  Hoff,  Melanie;  Appleby,  Charlie;  Myer,  Shari;  Goehl,  Sara;  Taylor,  Lucinda; 
Goodrich,  Donald;  Caroline  Kramer 
Subject:  CLP  R8  support 

When:  Tuesday,  August  11,  2015  11:00  AM-12:00  PM  (UTC-05:00)  Eastern  Time  (US  & Canada). 
Where:  DCRoomPYS4671/OSRTI-Potomac-Yard-South 


1-866-299-3188 
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